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ST.  MARK'S  EVANGELICAL  LUTHERAN  CHURCH,  Butler, 
Pa.  This  new  building,  dedicated  April  4,  1954,  replaced 
a  former  building  on  this  site  which  was  built  in  1878-79. 

Ektachrome  by  Richard  C.  Miller 
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